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Atr-ConpITIONING SYSTEM: 
Smoke Spread by. 2:61 
Amcrart Fire: 
DC-9, Cincinnati, Ohio, June 2, 1983. 4:35 
ALABAMA: 
School Fire, April 18, 1983. 6:29 
ALARM DELAYED: 
Building Vacant. 2:13 
Construction Workers Fought Fire. 3:22 
Desk Clerk Called Telephone Company Phone 
Operator. 2:60; 4:51 
Discoverer Called Public Works Department. 4:50 
Discoverer Telephoned Building Owners. 1:29 
Discoverers Thought They Put Fire Out. 6:38 
Employee Fought Fire, Room Door Locked. 5:16 
Employees Fought Fire. 3:19 
No Alarm Until Rekindle. 6:38 
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Occupant Called Fire Department From Neighbor's 
House. 5:17 
Occupant Drove One-Half Mile to Report Fire. 4:50 
Occupant Fought Fire. 1:15; 2:14, 15, 16, 20; 3:19 
Occupant Unable to Find Fire Department Phone 
Number. 6:67 
Occupant Woke Another, Phoned Building Owner. 4:49 
Occupants Fought Fire. 4:49; 6:10, 13, 33, 34, 35 
Persons at Scene Fought Fire. 6:14 
Shopping Center Not Occupied. 3:43 
Staff Fire Drills Inadequate. 6:67 
Telephone Call Disconnected. 6:67 
Telephone Lines Destroyed by Explosions. 5:16 
Telephone Not Working. 4:52 
Telephone Put Out of Order by Fire. 3:21 
Watchman Telephoned Building Manager. 6:29 
Wrong Fire Department Telephoned. 6:29 
ALTONA, AUSTRALIA: 
Vinyl Chloride Leak, Disaster Averted. 1:62 
AMBULANCE: 
Fatal Fire Involving. 4:53 
AMERICAN AUTOMOBILE ASSOCIATION: 
Hotel/Motel Fire Protection Listed in Tourguide 
Books. 5:77 
ANNANDALE VILLAGE Faciuity Fire: 
Georgia, Aug. 31, 1983. 3:91 
APARTMENT BUuILDING Fires: 
Brockton, Mass., Feb. 27, 1983. 4:33, 49 
Kentucky, August 1983. 2:14 
New York State, June 1984. 6:10 
Washington State, July 1983. 2:14 
Washington State, May 1983. 1:15 
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Indiana, August 1983. 3:19 

Iowa, July 1983, 3:20 
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Oklahoma City, Okla., December 1983. 4:49 

Oklahoma, March 1984. 6:10 
APARTMENT-BUILDING-UNDER-CONSTRUCTION FIRE: 

(See Also Condominiums-under-Construction Fires) 

Kentucky, June 1, 1983. 6:38 
ARIZONA: 

Hospital Fire, September 1983. 5:16 

Office Building Fire, April 23, 1983. 6:33 
ARSON: 

Juvenile, Minneapolis Task Force on. 4:56 
Atianta, Ga., (NEAR): 

Health Care Facility Fire, Aug., 31, 1983. 3:91 
Attic: 

Compartmented, Fire Spread Through. 1:58 

Fire Spread Through. 3:19, 39 

Unidvided, Fire Spread Through. 6:30 
Attic, NONFIRESTOPPED: 

Fire Spread Through. 6:10 
Avucusta, ME.: 

Rooming House/Commercial Building Fire, 1983. 4:51 
AUSTRALIA: 

Vinyl Chloride Leak, Disaster Averted. 1:62 
AUTOMOBILE Fire: 

Stratford, Conn., Jan. 10, 1983. 4:45 
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Bakery Fire: 

California, October 1983. 3:21 
Batcony, Woop: 

Fire Spread by. 1:15 
BALLoon CONSTRUCTION: 

Defined. 6:43 

Factor in Fatal Fire. 6:43 
Ba.ioon, Hor Am: 

Fire Involving. 5:15 
Barn Fire: 

Storage, Connecticut, June 1983. 2:15 
BeppiNc: 

Fire Spready by. 3:19 
Be.uomore, N.Y.: 

Dwelling Fire, Feb. 9, 1984. 6:42 
BENTON, TENN.: 

Fireworks Factory Explosion, May 27, 1983. 4:35 
BimMonTHLY Fire Recorp. 1:13; 2:13; 3:19; 5:15; 6:10 
BLEVE: 

Averted in Vinyl Chloride Escape. 1:62 
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BoarpING FAci.ity Fire: 
Gwinnett County, Ga., Aug. 31, 1983. 4:50 
BoarpinGc Home Fires: 
Eau Clair, Wis., Feb. 7, 1983. 1:26; 4:49 
Gladstone, Mich., March 13, 1983. 4:50 
Michigan, March 1983. 1:14 
Worcester, Mass., April 19, 1983. 2:19 
Bos: 
Gasoline, Fire Started by. 1:13 
BranDs: 
Flying, Fires Caused by. 2:13 
BREATHING APPARATUS: 
Pressure-Type, Regulator Problems. 3:21 
Brockton, Mass.: 
Apartment Building Fire, Feb. 27, 1983. 
BrookHAVEN, N.Y.: 
Fireworks Plant Explosion, Fire, Nov. 26, 1983. 4:13 
Brunswick, Ga.: 
Shopping Center Fire, Sept. 20, 1983. 3:43 
BurFavo, N.Y.: 
Manufacturing Plant Fire, Dec. 27, 1983. 4:45, 52 
Warehouse Fire, Dec. 27, 1983. 6:33 
BuILpinc OFFIciALs AND Cope ADMINISTRATORS INTERNAT’L: 
Joins NFPA in Cooperative Fire Investigations. 4:7 
BuILDING-UNDER-CONSTRUCTION Fires: 
Hotel, Nevada, July 1983. 1:16 
New Jersey, August 1983. 3:22 


4:33, 49 


CALIFORNIA: 
Bakery Fire, October 1983. 3:21 
Condominiums-under-Construction Fire, January 1984. 
6:14 
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Food Processing Plant Fire, Nov. 2, 1983. 6:35 
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Office Building Fire, Dec. 16, 1983. 6:35 
Restaurant Fire, October 1983. 3:19 
Warehouse Fire, June 19, 1983. 6:17 
Warehouse Fire, June 1983. 2:15 
Canapa: 
New Ottawa Fire Research Field Station. 
CaNapIAN NATIONAL RESEARCH COUNCIL: 
New Ottawa Fire Research Field Station. 
Carpets AND Rucs: 
Rolled, Fire Involving. 2:56; 4:51 
CastLeton, INp.: 
Apartment Complex Fire, August 1983. 3:19 
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CAT Scanners: 
Fire Protection for. 5:31 
CEILINGs: 
Collapses During Fire. 3:21, 94 
Corridor, Collapses During Fire. 2:63 
High, Probable Factor in Fatal Fire. 1:30 
Suspended, Collapsed During Fire. 1:55 
CEILING SPACE: 
Fire Spread in. 2:16; 3:19, 20; 4:48; 6:29 
Suspended, Fire Spread Above. 3:39 
Suspended, Fire Spread Through. 3:21 
CEILINGS, SUSPENDED: 
Collapsed During Fire. 1:55 
Fire Spread Above. 1:50; 2:15 
Cuair: 
Fire Involving. 1:23 
CHILDREN: 
Task Force on Juvenile Firesetting, Minneapolis, Minn. 
4:56 
CHILDREN AND CIGARETTE LIGHTER: 
Fire Caused by. 4:49 
CuristMAS TREE Fire: 
California, Jan. 2, 1983. 6:30 
Oklahoma City, Okla., December 1983. 4:49 
Cuurcu Fire: 
Kansas, March 1984. 6:10 
CHURCH-UNDER-CONSTRUCTION FIRE: 
Colorado, Dec. 23, 1983. 6:38 
Cuute, REFusE: 
Fire Started in. 1:16 
CIGARETTE: 
Probable Ignition Source in Boarding Home Fire. 1:29 
CicaretTe LIGHTER: 
Fire Caused by. 4:49 
CIncINNaTI, OHIO: 
Aircraft Fire, June 2, 1983. 4:35 
Cus Fires: 
Florida, July 11, 1984. 6:29 
Ohio, March 15, 1983. 6:29 
Cope ENFORCEMENT: 
An Overview, Part 1. 3:28 
An Overview, Part 2. 4:74 
Cones: 
Enforcement of. 3:28 
Co.orapo: 
Church-under-Construction Fire, Dec. 23, 1983. 6:38 
School Fire, Sept. 3, 1983. 6:30 
Shopping Center Fire, Nov. 23, 1983. 3:38 
COMPARTMENTATION: 
Lack of, Factor in Fatal Fire. 2:79 
CONCEALED SPACE: 
Above Ceiling, Fire Spread Through. 
Fire Spread Through. 1:13, 15, 50 
CONDOMINIUMS-UNDER-CONSTRUCTION Fires: 
California, January 1984. 6:14 
Florida, May 1983. 3:22 
Kentucky, June 1, 1983. 6:38 
CONNECTICUT: 
Dwelling Fire, August 1983. 1:14 
Manufacturing Plant Fire, Dec. 29, 1983. 6:36 
Motor Vehicle Fire, Jan. 10, 1983. 4:45 
Multiple- Vehicle Fire, Jan. 19, 1983. 4:45, 53 
Storage Barn Fire, June 1983. 2:15 
Tractor Fire, July 1983. 2:15 
CooperaTIVE HOME INSURANCE PRoGRAM. 4:81 
Corripor: 
Exit Access, Fire in. 2:56 
Rolled Carpeting, Fire Involving. 2:56; 4:51 
Smoke Spread Through. 2:61 
CuTTING-AND-WELDING OPERATIONS: 


Fire Caused by. 2:16; 6:13; 37, 38 


5:19, 20, 21, 39 


D 


Data-ProcessinG CENTER Fire: 

Texas, April 1984. 6:14 
DEFINITIONS: 

Balloon Construction. 6:43 

Smart Sensors. 4:64 
Denver, Coo.: 

Shopping Center Fire, Nov. 23, 1983. 3:38 
Detection DELAYED: 

Factor in Fatal Hotel Fire. 2:56 
DerecTION SysTEM, SMOKE: 

Inadequate for Boarding Home. 2:79 
Detectors, SMOKE: 

Occupants Ignored, Factor in Fatal Fire. 4:49 

Single Station, Inadequate for Health Care Facility. 

3:92; 4:50 

Detectors, SMOKE AND HEat: 

Results of Field Demonstration Test. 1:34 
Derectors, SMokE, Not A Factor IN Fire: 

Batteries Removed. 4:48 

Broken. 4:50 

Made Inoperative by Occupants. 4:48 


Derectors, SMOKE, SATISFACTORY PERFORMANCE. 
1:14, 15, 54; 2:14; 3:19; 4:49, 50; 5:16, 17, 38; 6:10 
Detectors, SMOKE, UNSATISFACTORY PERFORMANCE: 
Inoperative, Factor in Fatal Fire. 6:61 
Door, Exrr: 
Propped Open, Increased Fire Intensity. 2:60 
Doors, Exterior: 
Left Open, Contributed to Fire Spread. 6:30 
Doors, GaraGE: 
Open, Fire Spread Through into House. 
Doors, Room: 
Closed, Prevented Fire Spread. 2:63 
Open, Factor in Fatal Fire. 1:29; 2:61 
Open, Smoke Spread Through. 5:43 
Open, Smoke and Fire Spread Through. 
Doors, Stairway: 
Blocked Open During Fatal Fire. 1:30 
Dormitory Fire: 
College, Williamsburg, Va., Jan. 20, 1983. 1:50 
Washington, D.C., June 19, 1983. 6:33 
Duct, Air-ConpITIONING: 
Smoke and Fire Spread Through. 1:54 
Ducr, Exnaust: 
Terminated Above Drop Ceiling. 
DweELLinG Fires: 
Bellmore, N.Y., Feb. 9, 1984. 6:42 
California, Jan. 2, 1983. 6:30 
California, June 1983. 2:14 
Connecticut, August 1983. 1:14 
East Whiteland, Pa., August 1983. 4:48 
Michigan, June 1983. 2:13 
Missouri, December 1983. 5:17 
New York State, December 1983. 5:17 
New York State, March 1984. 6:10 
Oklahoma, July 1983. 2:13 
Olean, N.Y., Dec. 19, 1980. 1:20 
Pennsylvania, June 1983. 1:14 
Reidsville, N.C., March 6, 1983. 1:23 
Scottsdale, Ariz., Jan. 13, 1983. 4:48 
Texas, November 1983. 5:16 
Wilmington, Del., Feb. 3, 1983. 4:48 


3:21 


E 


East WuiTELAND, Pa.: 
Dwelling Fire, August 1983. 4:48 
Eau Cuaire, Wis.: 
Boarding Home Fire, Feb. 7, 1983. 4:49 
Group Home Fire, Feb. 7, 1983. 1:26 
Epiroriats: 
Code Development and Enforcement: Is The User 
Represented? 3:5 
Fire Research, A Matter of National Concern. 4:5 
Hey...We're Winning. 5:5 
High-Performance Sprinkler Protection. 1:5 
NFPA’s Fire Investigations Program. 2:5 
NFPA’s One-Stop Data Shop. 6:5 
Ecc Propuction Facitity Fire: 
Indiana, July 22, 1983. 6:35 
Ecress: 
Inadequate, Factor in Fatal Fire. 2:79 
Secondary Egress, Security Gates Locked in Fatal 
Fire. 4:48 
ELecTRICAL EQuIPMENT Fires: 
Air Conditioner Malfunctions. 2:14 
Air Conditioner Overheats. 6:14 
Exhaust Fan, Probable Fire Cause. 3:22 
Heater Overheats. 3:21 
Television Set. 3:19; 6:10 
Typewriter Short-Circuits. 6:35 
Wire Cutter Overheats. 6:12 
ELEcTRICAL Fires: 
Arc Ignites Insulation. 6:35 
Arc in Circuit-Breaker Panel. 2:16 
Arc in Conduit Possible Fire Cause. 6:37 
Christmas Tree Wiring. 6:30 
Extension Cord, Overloaded. 1:14 
Fire Originated in Wall Receptacle. 1:14 
Floor Outlet. 4:50 
Illinois, February 1984. 5:15 
Improper Writing in Ceiling. 4:48 
Light Bulb, 200 Watt. 3:20 
Overloaded Extension Cord. 6:10 
Probable Fire Cause. 5:16 
Short Circuit. 2:15; 5:16 
Short Circuit Ignites Combustibles. 2:13; 6:61 
Short Circuit Ignites Insulation. 6:35 
Short Circuit Ignites Insulation on Wiring. 1:13 
Short Circuit Ignites Wood Framing. 1:14 
Spark Ignites Paint Vapors. 6:34 
Survey of. 2:41 
Undetermined Electrical Malfunction. 3:46 
Warehouse, Minnesota, Dec. 8, 1983. 6:36 
ELectricaL Wi1rRING: 
Fire Caused by. 4:48 


ELECTROPLATING TANK: 
Acid Explosion in. 3:21 
EMPLOYEES: 
Actions of, Alerted Hotel Occupants to Fire. 2:60 
Prompt Actions by Limit Fire and Smoke Damage. 5:15 
Prompt Actions by Save Lives, Limit Injuries. 5:38 
EvacuatTION: 
Apartment Complex, Successful. 3:20 
Dormitory, Successful. 1:50 
Hospital, Successful. 5:16 
Nursing Home, Successful. 3:19 
School, Successful. 1:13; 6:29 
Evacuation Devayen: 
Occupant Telephoned Building Owner. 4:50 
Exnaust System, KITCHEN: 
Fire Spread Through Duct Exhaust. 3:19 
Exits: 
Security Gates, Barred Windows, Fatal Fire. 4:48 
EXPLOSION AND Fire: 
Arc Ignites Hexane Vapors. 6:36 
Lacquer Vapors. 6:37 
Propane Gas. 6:33 
EXpLosions: 
Acid Solution, Overheated. 3:21 
Ammonia. 6:36 
Fireworks Factory. 
Natural Gas. 4:52 
Natural Gas Pipe Line, Leaking. 
Oil Tank Overfill. 6:37 
Propane Gas. 4:35, 45, 52; 5:16 
Walnut Processing Plant, California, Nov. 2, 1983. 6:35 
EXTINGUISHING System, Dry CHEMICAL, UNSATISFACTORY 
PERFORMANCE: 
Overpowered by Fire. 3:19 


4:13, 35, 45 


2:13; 3:20 


Fire ALARM SysTEM: 
Delay in Activating, Factor in Fatal Fire. 6:69 
Inoperative. 6:33 
Fire Bricapes, [NpusTRIAL: 
From Planning to Reality. 
How to Organize and Operate. 
Fire Deatus U.S.: 
1983 Multiple-Death Fires in the United States. 4:33 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Access to Building Restricted by Terrain. 3:22 
Access to Hotel Rooms Slowed, Single Master Key. 5:42 
Air Conditioner Fell Through Roof. 2:14 
Cans of Liquid Tar Collapse with Roof. 3:19 
Dense Smoke, Wind Shift, Thunderstorm. 2:62 
Dummy Fire Department Connection. 3:45 
Exploding Fireworks Stored in Restaurant. 4:48 
High-Piled Stock, Heavy Smoke. 6:37 
Hot Weather. 3:20 
Hot Weather, Lack of Water Pressure. 6:33 
Hydrants and Mains Under Construction, Not 
Working. 3:22 
Inadequate Water and SCBA Air. 1:16 
Inadequate Water Supply. 2:15, 16; 6:29, 35 
Intense Heat. 3:20 
Lack of Accessible Fire Hydrants. 3:45 
Lack of Hydrants. 4:53 
Loss of Water Pressure. 3:22 
Low Water Pressure, Wind, High Temperature. 2:13 
Portions of Roof Collapse. 2:14 
Problems With SCBA Pressure Regulators. 3:21 
Single Master Key to Fire Floor Slows Hotel Room 
Search. 5:42 
Smoke, Dorm Loft Beds Hampered Search. 1:55 
Thunderstorm Hampered Visibility, Radio 
Communications. 4:51 
Volunteer Fire Dept. Lacked Suppression 
Equipment. 3:22 
Water Supply Limited. 3:94 
Wind Direction Spread Fire. 3:22 
Fire DEPARTMENTS: 
Private Industry Inspections Aid, in Memphis, 
Tenn. 6:82 
Fire Dritts: 
Factor in Successful Evacuation. 1:51 
Inadequate, Factor in Fatal Fire. 6:66 
Lack of, Factor in Fatal Boarding Home Fire. 
Fire FIGHTERs: 
Massachusetts Physical Fitness Program for. 3:51 
Fire INSPECTION: 
By Private Industry, Assists Memphis Fire Dept. 6:82 
Fire INVESTIGATION: 
NFPA and Building Code Organizations, Partners in. 
4:7 
Fire Loss, U.S.: 
1983, Study of. 5:48 
Fire PREVENTION WEEK: 
Join the Fire Prevention Team, Theme for 1984. 5:11 


3:101 
3:101 


1:29; 2:79 
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Fine Protection: 
The SDS (Supervision-Detection-Suppression) 
System. 4:27 
Fire Protection ENGINEERING: 
Graduate Program at Worcester Polytechnic Institute. 
2:50 
Fire Prorection SysTEms: 
The SDS (Supervision-Detection-Suppression) 
System. 4:27 
Fire Researcu: 
Federal Funding for. 4:5 
In Steel HVAC Systems. 
Fine ResearcH STATION: 
National, Ontario, Canada. 
Fire Tests 
Detectors, Smoke and Heat. 
Fire VENTING: 
In Sprinklered Buildings. 2:30 
FIREPLACE: 
Heat From Ignites Nearby Combustibles. 
Firestops: 
Lack of, Factor in Fire Spread. 1:50 
Fireworks PLant Expiosion (No Fire): 
Benton, Tenn., May 27, 1983. 4:35, 45 
Fireworks PLANT Fire: 
Brookhaven, N.Y., Nov. 26, 1983. 4:13 
FLAMMABLE Liguips: 
Used to Start Fire. 2:15 
FLAMMABLE, ComBuSTIBLE Liquips 
Improperly Stored, Fire Spread by. 3:22 
FLAMMABLE, CoMBUSTIBLE Liguips Fires: 
Acetone. 2:14 
Church, Kansas, March 1984. 6:10 
Gasoline. 2:15; 4:52, 53; 6:10 
Hydraulic Oil. 6:36 
Kerosine. 6:42 
Lantern Fuel. 2:16 
Paint Thinners and Strippers. 
Varnish. 6:13 
FLoors: 
Collapsed During Fire. 1:50 
Concrete, Limited Fire Spread. 
FLoripa: 
Manufacturing Plant Fire, May 1983. 3:21 
Club Fire, July 11, 1984. 6:29 
Condominium-under-Construction Fire, May 1983. 
3:22 
Hotel Flre, Jan. 28, 1984. 5:37 
Foam, APPP (A4P): 
Development of. 6:53 
Foam, Fitm-Forminc Liguip: 
All-Purpose Protective Pelymeric Pellicle (A4P). 
Development of. 6:53 
Foop-Processinc PLANT Fire: 
Walnuts, California, Nov. 2, 1983. 6:35 
Fort Worth, Tex.: 
Hotel Fire, June 14, 1983. 2:55; 4:51 
FouNDATION FOR Fire SAFETY: 
Two Human Factor Programs of. 
Furniture: 
Chair, Fire Started in. 


6:46 
2:46 


1:34 


4:48 


6:33 


1:15 


6:53 


2:26 


1:23 


G 


Garace Fire: 

Attached, California, June 1983. 2:14 
Garace, Parkinc, Fire: 

Washington State, July 1983. 2:14 
Gas: 

Natural, Explosion. 3:20 

Natural, Explosion and Fire. 2:13 

Vinyl Chloride, Massive Escape. 1:62 
Gas Fires anp Exposions: 

Natural Gas. 2:13; 3:20; 4:45, 52 

Natural Gas, Fire Involving. 1:15; 4:52 

Propane. 4:45, 52 

Propane Gas Cylinder. 
Gas Leak: 

Natural Gas, Cause of Explosion and Fire. 
Gas Line: 

Ruptured, Causes Leak, Explosion, Fire. 
Gaso.ine STATION Fire: 

Self-Service, Marysville, Wach., March 22, 1983. 

4:52, 53 

Grorcia: 

Health Care Facility Fire, Aug. 31, 1983. 3:91; 4:50 

Manufacturing Plant Fire, April 1984. 6:13 

Shopping Center Fire, Sept. 20, 1983. 3:43 
Gapstone, MicH.: 

Boarding Home Fire, March 13, 1983. 4:50 
Grass Fire: 

Cause of Multi-Vehicle Fire, Feb. 28, 1983. 
Group Home Fines: 

Eau Claire, Wis., Feb. 7, 1983. 

Michigan, March 1983. 1:14 


5:15 
2:13; 3:20 


2:13 


4:53 


1:26 


76° 


Gwinnett County, Ga.: 
Health Care Facility Fire, Aug. 31, 1983. 3:91; 4:50 


H 


Heat Care Facitity Fire: 

Gwinnett County, Ga., Aug. 31, 1983. 
Heaters, Gas-Firep: 

Ignite Leaking Propane. 5:16 

Ignites Wood and Synthetic Lint Fibers. 
Heaters, KEROSENE: 

Fire Started by. 6:42 

Fuel Overflows, Results in Fire. 4:49 

Ignites Gasoline Fumes From Automobile. 5:17 
HEATING-AND-COOKING EQUIPMENT Fires: 

Broiler. 3:19 

LP-Gas Barbecue Grill. 3:19 

Pan Left Unattended, Grease Ignites Combustibles. 

Salamander Ignites Lubricating Oil. 5:17 
HELICOPTERS: 

Used to Report Extent of Explosion Damage. 
HicH-Picep Stock: 

Hampers Fire Department Operations. 

Influenced Fire Loss. 6:37 

Mixed Storage, Fire Involving. 
Home INsuRANCE: 

Cooperative Program for. 
Hospitat Fires: 

Arizona, September 1983. 5:16 

Indiana, July 1983. 1:14 
HospirAts: 

Fire Protection for CAT Scanners. 
Hote: 

Fire Prevention/Education Training Successful. 
Hore Fires: 

Fort Worth, Tex., June 14, 1983. 

Michigan, July 1983. 1:15 

New York State, January 1984. 

Orlando, Fla., Jan. 28, 1984. 
Horec, Moret Fire Protection: 

Listed in AAA Tourguide Books. 
Horets: 

Smoke and Heat Detector Tests for 
HoreL-UNDER-CONSTRUCTION Fire: 

Nevada, July 1983. 1:16 
HouseKEEPING, INDUSTRIAL: 

Poor, Factor in Fire Loss. 6:12, 35 

Poor, Factor in Fire Spread. 6:13 
HuMaN Factor IN Fires: 

Two Foundation for Fire Safety Programs on. 
HVAC Systems: 

Smoke Spread by. 6:69 

Steel, Fire Research for. 


3:91; 4:50 


6:12 


4:16 
6:37 
3:22 


4:81 


5:31 
5:39 
2:55; 4:51 


5:17 
5:37 


5:77 


1:34 


2:26 


6:46 


ILLINoIs: 
Bowling Alley Fire, February 1984. 
Restaurant Fire, October 1983. 5:15 
INCENDIARY (Suspicious) Fires: 
Apartment/Commercial Building, Towanda, Pa., April 
1983. 4:43 
Apartments with Businesses, Washington State, July 
1983. 2:14 
Church, Kansas, March 1984. 6:10 
Club, Florida, July 11, 1983. 6:29 
Condominiums-under-Construction, California, Jan. 
1984. 6:14 
Hospital, Indiana, July 1983. 1:14 
Hotel, Fort Worth, Tex., June 14, 1983. 
Hotel, Michigan, July 1983. 1:15 
Hotel, New York State, January 1984. 
Hotel, Orlando, Fla., Jan. 28, 1984. 
Movie Studio, Utah, June 1983. 2:13 
Office Building, Bank, Minneapolis, Minn., Nov. 25, 
1982. 4:56 
School, Alabama, April 18, 1983. 6:29 
School, Colorado, Sept. 3, 1983. 6:30 
School, Maine, June 1983. 1:13 
Store, Pennsylvania, April 1984. 6:12 
Supermarket, Tampa, Fla., July 2, 1983. 
Warehouse, California, June 1983. 2:15 
Warehouse, Ohio, Dec. 4, 1983. 6:38 
INDIANA: 
Apartment Complex Fire, August 1983. 3:19 
Egg Production Facility Fire, July 22, 1983. 6:35 
Hospital Fire, July 1983. 1:14 
Store Fire, June 1983. 1:15 
INSULATION: 
Roof Underlay, Foil, Fire Spread by. 
INSURANCE: 
Cooperative Home Insurance Program. 


5:15 


2:63; 4:51 


5:17 
5:37 


4:51 


2:15 


4:81 
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5:17 


INTERIOR FINISH: 
Combustible, Fire Spread along. 1:14 
Combustible, Fire Spread by. 2:79 
INTERIOR FinisH, COMBUSTIBLE: 
Fire Spread by. 3:92 
INTERIOR Finish, Woop PANELING: 
Fire Spread by. 3:92 
INTERNATIONAL CONFERENCE OF BuiLDING OrFiciALs (ICBO): 
Joins NFPA in Cooperative Fire Investigations. 4:7 
INVESTIGATION, Fire: 
NFPA and Building Code Organizations, Partners 
in. 4:7 
Iowa: 


Apartment Complex Fire, July 1983. 3:20 


JUVENILE FiRESETTING: 
Minneapolis, Minn., Task Force on. 


K 


Kansas: 
Church Fire, March 1984. 
KENTUCKY: 
Apartment Building Fire, August 1983. 2:14 
Condominium-under-Construction Fire, June 1, 
1983. 6:38 


6:10 


Larce-Loss Fires, US: 
1983, Study of. 6:17 
Larce-Loss-or-Lire Fires (10 or More Deaths): 
Benton, Tenn. (Fireworks Factory) (11). 4:35 
Cincinnati, Ohio (Aircraft) (23). 4:35 
Learn Nort To Burn CAMPAIGN: 
Case Histories of it Working. 3:13 
Letters. 2:6; 3:6; 6:6 
LIGHTNING: 
Fire Caused by. 
LitTLe Rock, ArK.: 
Nursing Home Fire, Jan. 12, 1984. 
Livonia, MICH.: 
Manufacturing Plant Fire, August 1983. 
LP-Gas Fires: 
Barbecue Grill, August 1983. 3:19 
Propane Filling Station Fire. 3:20 
LuMBER MILL Fire: 
Montana, June 1983. 
LuMBERYARD Fire: 
New Hampshire, May 26, 1983. 6:34 


1:15; 5:18 
6:60 


2:30 


2:16 


M 


MaIne: 

School Fire, June 1983. 1:13 
MANUFACTURING PLANT ExpLosion (No Fire): 
Fireworks, Benton, Tenn., May 27, 1983. 

MANUFACTURING PLANT Fires: 

Automobile Fragmentizing, Pennsylvania, May 
1984. 6:13 

Auto Radiator Repair Bldg., Buffalo, N.Y., Dec. 27, 
1983. 4:45, 52 

Bakery, California, October 1983. 3:21 

Boats, Wisconsin, September 1983. 5:18 

Brass, Connecticut, Dec. 29, 1983. 6:36 

Cans, Georgia, April 1984. 6:13 

Carpets, California, April 1983. 1:16 

Electronic Equipment, New York State, May 1984. 
6:13 

Furniture, Pennsylvania, April 9, 1983. 6:37 

Glass, West Virginia, August 1983. 2:16 

Ice Cream, Pennsylvania, January 1984. 

Ice Cream, Texas, Dec. 11, 1983. 6:36 

Kitchen and Freezer Equipment, Virginia, Oct. 6, 
1983. 6:30 

Knitting Mill, North Carolina, January 1984. 

Lumber Mill, Montana, June 1983. 2:16 

Piping and Tubing, Texas, June 1983. 1:16 

Plastic Products, Minnesota, January 1984. 

Pottery, Oklahoma, Sept. 26, 1983. 6:35 

Printed Circuit Boards, Florida, May 1983. 3:21 

Solvent Extraction, North Carolina, Jan. 12, 1983. 6:35 

Textile Reprocessing, Massachusetts, April 1984. 6:12 


4:35, 45 


5:18 


6:12 


5:17 





MARVINDALE, Pa.: 

Mobile Home Fire, January 1983. 
MARYLAND: 

Church Fire, August 1983. 
MarysviL_e, WaAsH.: 

Gasoline Station Fire, March 22, 1983. 4:52, 53 
MASSACHUSETTS: 

Fire-Fighter Physical Fitness Program in. 3:51 

Manufacturing Plant Fire, April 1984. 6:12 

Refuse Conversion Plant Fire, January 1984. 5:18 
MatTREss: 

Fire Involving, Worcester, Mass., April 19, 1983. 2:20 

Polyurethane, Fire Involving. 2:20 
MEDICAL EQuIPMENT: 

CAT Scanners, Fire Protection for. 
Mempuis, TENN.: 

Private Industry Inspections Aid Fire 
Department. 6:82 
MICHIGAN: 

Boarding Home Fire, March 1983. 1:14 

Dwelling Fire, June 1983. 2:13 

Hotel Fire, July 1983. 1:15 

School Fire, February 1983. 
MippLetown, Onio: 

Mobile Home Fire, December 1983. 
MILL Fire: 

North Carolina, January 1984. 
MINNEAPOLIS, MINN.: 

Bank, Office Building Fire, Nov. 25, 1982. 

Electrical Fire, Dec. 8, 1983. 6:36 

Juvenile Firesetting Task Force. 4:56 
MINNESOTA: 

Electrical Fire, Dec. 8, 1983. 6:36 

Manufacturing Plant Fire, January 1984. 
Missouri: 

University Storage Facility Fire, August 1983. 3:21 
Mosixe Home Fires: 

Marvindale, Pa., January 1983. 4:50 

Middletown, Ohio, December 1983. 4:52 
MONTANA: 

Lumber Mill Fire, June 1983. 2:16 

Store Fire, Sept. 27, 1983. 6:34 
Motor VEHICLE Fires: 

Ocala, Fla., Feb. 28, 1983. 4:53 

Stratford, Conn., Jan. 10, 1983. 4:45, 53 
Movie Stupio Fire: 

Utah, June 1983. 2:13 
Mu tipce-Deatu Fires, U.S.: 
* 1983, Study of. 4:33 
Mu LtipLe-Occupancy Fire: 

Washington State, July 1983. 2:14 


1:13 


5:31 


1:13 
4:52 
6:12 


4:56 


5:17 


NATIONAL Bureau OF STANDARDS: 
Fire Research Programs, Implications to NFPA. 
NEvaDA: 
Hotel-under-Construction Fire, July 1983. 
New HampsHirE: 
Lumberyard Fire, May 26, 1983. 6:34 
New Jersey: 
Building-under-Construction Fire, August 1983. 
Nursing Home Fire, October 1983. 3:19 
Office Building Fire, July 1983. 2:15 
Oil Tank Farm Fire, Jan. 7, 1983. 6:37 
New York STATE: 
Apartment Building Fire, June 1984. 
Dwelling Fire, December 1983. 5:17 
Dwelling Fire, Feb. 9, 1984. 6:42 
Dwelling Fire, March 1984. 6:10 
Fireworks Plant Explosion, Fire, Nov. 26, 1983. 
Hotel Fire, January 1984. 5:17 
Manufacturing Plant Fire, May 1984. 
Warehouse Fire, Dec. 27, 1983. 6:33 
New York, N.Y.: 
Restaurant Fire, May 6, 1983. 
NFPA: 
Fire Investigations Program (Editorial). 2:5 
NFPA aAnp BuiLpinc Cope ORGANIZATIONS: 
Partners in Fire Investigation. 4:7 
NFPA Annuat Report, 1983. 3:65 
NFPA Boarp or Directors MEETINGS: 
Carlsbad, Calif., Dec. 2-3, 1983. 3:59 
New Orleans, La., May 20-21, 1984. 5:31 
Quincy, Mass., June 12, 1984. 6:74 
NFPA Sranparps Councit MEETINGs: 
Coronado, Calif., April 4-6, 1984. 4;21 
Key Biscayne, Fla., Jan. 18-20, 1984. 3:107 
Quincy, Mass., July 11-13, 1984. 6:85 
Quincy, Mass., Oct. 26-28, 1983. 2:73 
NFPA TecHNicaL CoMMITTEE Reports: 
1982 Fall Meeting, Summary of Action. 
1984 Annual Meeting, Summary of Action. 


4:64 


1:16 


3:22 


6:10 


4:13 


6:13 


4:45, 48 


3:10 
6:80 


NortH Carouina: 
Dwelling Fire, March 6, 1983. 1:23 
Manufacturing Plant Fire, Jan. 12, 1983. 
Manufacturing Plant Fire, January 1984. 
Nursinc Home Fires: 
Little Rock, Ark., Jan. 12, 1984. 6:60 
New Jersey, October 1983. 3:19 


Oo 


Ocata, Fia.: 

Multiple-Vehicle Fire, Feb. 28, 1983. 4:53 
Opessa, TEx.: 

Propane Gas Explosion, March 15, 1983. 
Orrice BuiLpinc Fires: 

Arizona, April 23, 1983. 6:33 

California, Dec. 16, 1983. 6:35 

Minneapolis, Minn., Nov. 25, 1982. 4:56 

Municipal, New Jersey, July 1983. 2:15 
Onto: 

Club Fire, March 15, 1983. 6:29 

School Fire, October 1983. 5:16 

Warehouse Fire, Dec. 4, 1983. 6:38 
On: 

Cooking, Fire Involving. 5:17 
OKLAHOMA: 

Dwelling Fire, July 1983. 2:13 

Manufacturing Plant Fire, Sept. 26, 1983. 
OKLAHoMa Cry, OKLa.: 

Apartment Fire, December 1983. 
Oxean, N.Y.: 

Dwelling Fire, Dec. 19, 1980. 1:20 
Ontario, CANADA: 

New National Fire Research Field Station. 
Or.anpo, FLa.: 

Hotel Fire, Jan. 28, 1984. 
Oven, INDUSTRIAL BAKING: 

Improperly Installed, Cause of Fire. 3:21 


4:53 


4:49 


5:37 


PaINT: 

Cans Near Furnace Involved in Fire. 
PANELING: 

Fire Spready by. 4:49 

Wood, Fire Spread by. 
PAPER: 

Storage Near Furnace, Cause of Fire. 
ParTITIONs: 

Not Continuous, Allowed Fire Spread. 
PARTNERS IN Fire INVESTIGATION: 

NFPA and Building Code"Organizations. 4:7 
PENNSYLVANIA: 

Dwelling Fire, June 1983. 1:14 

Manufacturing Plant Fire, January 1984. 5:18 

Manufacturing Plant Fire, May 1984. 6:13 

Manufacturing Plant/Warehouse Fire, April 9, 

1983. 6:37 

Propane Filling Station Fire, August 1983. 3:20 

School Fire, December 1983. 5:15 

Store Fire, April 1984. 6:12 

Store Fire, May 1983. 3:20 
Puysica Fitness: 

Program for Massachusetts Fire Service. 3:51 
PLUMBING TorcH: 

Fire Cause. 3:22 
PosTMORTEM PROTOCOL: 

Medical Examiners Program. 2:27 

Program of Foundation for Fire Safety. 
PROPANE: 

Explosion. 4:45, 52 
PROPANE FILLING STATION Fire: 

Pennsylvania, August 1983. 


2:14 


3:92; 4:48, 50 
2:14 


1:59 


2:26 


3:20 


R 


Rapiant Heat: 

Fire Spread by. 3:20 
REACHING THE PuBLic: 

Firesafety. . .For the Rest of Your Life. 1:6 

Join Fire Prevention Team, 1984 Fire Prevention Week 

Theme. 5:11 

Learn Not to Burn, It Really Works. 
ReFusE CONVERSION PLANT Fire: 

Massachusetts, January 1984. 
Reipsvitie, N.C.: 

Dwelling Fire, March 6, 1983. 1:23 


3:13 


5:18 


RESEARCH: 
In Steel HVAC Systems. 
RESIDENTIAL Fines: 
Review of, United States, 1977-1982. 1:17 
RESTAURANT Fires: 
California, October 1983. 3:19 
Illinois, October 1983. 5:15 
New York, N.Y., May 6, 1983. 4:45, 48 
Roor: 
Collapses During Fire. 1:15; 2:15, 62; 3:19, 20, 22; 
5:15; 6:10, 29, 35, 37, 38 
Partially Collapses During Fire. 2:14; 3:41 
Portion of Collapsed During Fire. 1:13 
Wood-Shingle, Fire Involving. 2:13 
Roominc House/ComMErciAL BurLpinc Fire: 
Augusta, Me., 1983. 4:51 
Rurav Fires: 
The Rural Fire Picture, A Hidden Story 


6:46 


5:21 


Sawopust: 
Fire Involving. 2:16 
SCHOOL Fires: 
College Dorm, Williamsburg, Va., Jan. 20, 1983. 
College, Michigan, February 1983. 1:13 
College, Ohio, October 1983. 5:16 
College, Pennsylvania, December 1983. 5:15 
Elementary School, Colorado, Sept. 3, 1983. 6:30 
Junior High, Alabama, April 18, 1983. 6:29 
Junior High, Maine, June 1983. 1:13 
ScoTTsDALE, ARriz.: 
Dwelling Fire, Jan. 13, 1983. 
SHoppinc CENTER Fires: 
Brunswick, Ga., Sept. 20, 1983. 3:43 
Denver, Colo., Nov. 23, 1983. 3:38 
Smoke Detectors Not a Factor IN Fine: 
House-Wired, Incomplete. 3:22 
Smoke Detectors, SATISFACTORY PERFORMANCE. 
3:91; 4:33, 49 
SMOKING AND MaTCHEs: 
Fire Caused by. 1:15, 16, 23 
SMOKING MATERIALS: 
Careless Disposal of Cigarette, Possible Fire Cause. 
Careless Disposal of, Fire Cause. 2:22; 4:48; 5:15 
Careless Disposal of, Probable Fire Cause. 1:22; 4:50 
SOUTHERN BuiLpinc Cope Concress INTERNATIONAL: 
Joins NFPA in Cooperative Fire Investigations. 4:7 
SPARKS: 
Fire Caused by. 6:34 
SpeciaL Property Fires: 
Hotel-under-Construction, Nevada, July 1983. 
SponTANEOus IGNITION: 
Lacquer-Soaked Rag. 6:13 
SPRINKLERED BUILDINGS: 
Fire Venting of. 2:30 
SPRINKLERS: 
Early Suppression-Fast Response, Development. 
SpriNnKLerRS Not A Factor IN Fire: 
Buildings-under-Construction. 6:38 
Insufficient Heat Generated Outside Oven. 
Located Below Fire. 1:50 
Located in Area Remote From Fire. 1:15 
No Sprinklers in Fire Area. 3:41; 6:12 
Not in Service, Installation Incomplete. 3:22 
Out of Service, Frozen (Two Fires). 5:18 
SPRINKLER SYSTEM: 
Lack of, Factor in Fire Loss. 6:38 
SPRINKLER SYSTEM, PARTIAL: 
Helped to Limit Fire Spread. 3:41 
SPRINKLER SYSTEM, SATISFACTORY PERFORMANCE. 
16; 4:51; 5:18; 6:12, 30, 34, 36 
SPRINKLER SYSTEM, UNSATISFACTORY PERFORMANCE: 
Inadequate Design for Hazard. 6:37 
Obstructed by Falling Material. 6:34 
Valve Closed. 6:61 
Stairway, OPEN: 
Factor in Fatal Fire. 1:14 
Fire and Smoke Spread up. 2:61; 3:91; 4:50 
Fire Spread up. 2:14, 19, 23; 4:33, 49, 50; 6:10, 12,:45 
Smoke and Heat Spread up. 1:27 
Smoke Spread in. 2:20 
Smoke Spread up. 4:50 
STAIRWAYS: 
Fire Spread up. 6:10 
Smoke and Heat Spread up. 1:30 
SterLinc HeicHTs, MICH.: 
Dwelling Fire, June 1983. 
STORAGE: 
High-Piled, Fire Involving. 6:37 
High-Piled, Hampers Fire Fighters. 
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1:50 


4:48 


1:29; 


4:53 


1:16 


1:42 


6:13 


1:13, 14, 


2:13 


6:37 





Store Fires: 
Carpets, Pennsylvania, May 1983. 3:20 
Indiana, June 1983. 1:15 
Pennsylvania, April 1984. 6:12 


Self-Service Gas Station, Marysville, Wash., Mar. 22, 


1983. 4:52, 53 

Supermarket, Montana, Sept. 27, 1983. 6:34 

Supermarket, Tampa, Fla., July 2, 1983. 4:45, 51 

Tennessee, October 1983. 2:15 
Stove Fires: 

Wood-Burning, Possible Fire Cause. 4:50 
SrratrorD, Conn.: 

Multiple-Vehicle Fire, Jan. 19, 1983. 4:45, 53 
Survivor ProGRaM: 

EMS Program of Foundation for Fire Safety. 2:27 


T 


Tampa, Fia.: 
Supermarke? Fire, July 2, 1983. 4:45, 51 
TANK Farm Fire: 
New Jersey, Jan. 7, 1983. 6:37 
TENNESSEE: 
Store Fire, October 1983. 2:15 
Texas: 
Data-Processing Center Fire, April 1984. 6:14 
Dwelling Fire, November 1983. 5:16 
Manufacturing Plant Fire, Dec. 11, 1983. 6:36 
Manufacturing Plant Fire, June 1983. 1:16 
Torcn: 
Used for Paint Stripping, Fire Caused by. 1:13 
Towanpa, Pa.: 
Apartment/Commercial Building, Fire, April 
1983. 4:43 
Town Office Fire: 
New Jersey, July 1983. 2:15 
Toxicity oF Propucts oF CoMBUSTION: 
Summary, Preliminary Report of NFPA Advisory 
Committee. 5:69 
Tractor Fire: 
Connecticut, July 1983. 2:15 
Tryon, Georce, H., III: 
Memorial Scholarship for. 5:77 


U 


Unrrep States: 
Multiple-Death Fires, 1983. 4:33 


Baizerman, Michael. 4:56 


Bell, James R. 1:50 


Best, Richard. 2:19; 3:38, 43 
Comoletti, Judith. 1:11; 5:11 


Cote, Arthur E. 1:5, 34 
Coté, Ron. 2:5 

Curtis, Martha H. 4:33 
Drouin, J.A. 1:26 
DuBois, Paul R. 3:51 
Emshoff, Beth. 4:56 


Franklin, Frederick F. 2:41 


Gancarski, Joan E. 5:48 
Gewain, Richard. 6:46 


Uran: 
Movie Production Studio Fire, June 1983. 2:13 


Vv 


VACANT AND IDLE BuILpING Fire: 
Wyoming, July 1983. 2:16 
VALVE: 
Left Open, Vinyl Chloride Escapes. 1:62 
VAPORS: 
Flammable, Fire Cause. 2:16; 6:10; 33 
Hexane, Ignited by Arc. 6:36 
Lacquer, Ignited by Welding. 6:37 
Vinyl Chloride, Escape. 1:62 
Vapors, FLAMMABLE: 
Fire Cause. 2:16; 6:10, 33 
VEHICLE Fires: 
Ambulance, Butler County, Pa., July 17, 1983. 4:53 
Ocala, Fla., Feb. 28, 1983. 4:53 
Stratford, Conn., Jan. 19, 1983. 4:45, 53 
Tractor, Connecticut, June 1983. 2:15 
VENTILATION, Fire: 
And Sprinklered Buildings. 2:30 
Vents, Roor: 
Automatic, in Sprinklered Buildings. 2:30 
Verticat Openincs (See Also Stairways): 
Fire Spread up. 4:48 
Light Shaft, Fire Spread up. 4:48 
Smoke and Fire Spread up. 5:38 
Stairway, Smoke and Heat Spread up. 1:30 
VIRGINIA: 
College Dormitory Fire, Jan. 20, 1983. 1:50 
Manufacturing Plant Fire, Oct. 6, 1983. 6:30 


W 


Watkways: 

Wood, Contributed to Fire Spread. 6:14 
WaALLs: 

Collapse During Fire. 2:15 

Fire Prevented Fire Spread. 1:15; 3:20 

Limited Fire Spread. 1:15 

Unprotected Openings, Fire Spread Through. 6:45 
Watts, Fire: 

Inadequate, Fire Spread Through. 3:22 

Prevent Fire Spread. 1:15; 2:14; 3:20 
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WareHouse Fires: 
Automobile Radiators, Buffalo, N.Y., Dec. 27, 1983. 
6:33 
Bird Food, Minneapolis, Minn., 1983. 6:36 
Building Supplies, New Hampshire, May 26, 1983. 6:34 
Circuit Boards, California, June 19, 1983. 2:15; 6:17 
Furniture, Pennsylvania, April 9, 1983. 6:37 
Pulp Egg Cartons, Ohio, Dec. 4, 1983. 6:38 
University, Missouri, August 1983. 3:21 
Warexouse/DistriBuTION CENTER FIRE: 
Groceries, Indiana, Oct. 10, 1983. 6:37 
WASHINGTON STATE: 
Apartment Building Fire, May 1983. 1:15 
Apartments-with-Business Fire, July 1983. 2:14 
Gasoline Station Fire, March 22, 1983. 4:52, 53 
Wasuincton, D.C.: 
Dormitory Fire, June 19, 1983. 6:33 
Waste ReMovAL SysTEM: 
Fire Involving. 6:12 
WELDING AND CUTTING: 
Fire Caused by. 1:16 
Two Fires Caused by. 5:18 
West Vircinia: 
Manufacturing Plant Fire August 1983. 2:16 
WILLIAMsBURG, VA.: 
College Dorm Fire, Jan. 20, 1983. 1:50 
Witmincton, De .: 
Dwelling Fire, Feb. 3, 1983. 4:48 
Winp: 
Factor in Fire Spread. 6:38 
WINDows: 
Barred, Ineffective as Exits. 4:48 
Broken Out for Escape, Increased Fire Intensity. 2:61 
Fire Spread Through. 2:14 
Fixed-Pane, Broken by Escaping Occupants. 4:51 
Plate-Glass, Fixed, Difficult to Break in Fire. 2:56 
Vertical Spread by. 1:29 
Wirinc: 
Fire Caused by. 4:48 
WISCONSIN: 
Group Home Fire, Feb. 7, 1983. 1:26 
Manufacturing Plant Flre, September 1983. 5:18 
Woop-SHINGLE Roor: 
Fire Involving. 2:13 
Fire Spread by. 1:15 
Worcester POLYTECHNIC INSTITUTE: 
Graduate Program in Fire Protection Engineering. 2:50 
Worcester, Mass.: 
Boarding Home Fire, April 19, 1983. 2:19 
Graduate Fire Protection Engineering Program. 2:50 
WYoMING: 
Vacant and Idle Building Fire, July 1983. 2:16 
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